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LEADING ARTICLES 


(A) Indicates Abstracts; (BR) Book Review; (PR) Pamphlet Review 


Air Cleaning and Washing, Dust and 
Dust Collection 


Design for Defense, Albert Kahn, Jan., 27. 

Wright Aeronautical Corporation, Jan., 30. 

Pratt & Whitney, Division Niles-Bement-Pond Com- 
pany, Jan., 36. 

The Edo Aircraft Corp., Jan., 52. 

Economical Dust Control with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 4—Filter Connection and 
Fan Selection, Feb., 33. 

Air Dilution in Industrial Ventilation, W. C. L. Hemeon. 
Part 3, Feb., 40; Part 4, Mar., 71. 

Clean Air Ups Skating and Dancing Attendance Forty 
Percent, Feb., 42. 

Ventilation of a Trichlorethylene Degreaser, William 
N. Witheridge and Herbert T. Walworth, Mar., 25. 
Economical Dust Control with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 5—Summary—A Sample 
System, Mar., 33; Part 6—Plenum Chamber Systems 
(Conclusion), Apr., 36. 

Air Sterilization by Sodium Hypochlorite, May, 33. 
Toxic Gases and Industrial Ventilation, May, 34. 

Dust Control in the Air-Conditioned Room, F. F. 
Kravath, May, 36. 

Farnsworth Television & Radio Corp., May, 40. 

Utah Smelting Co., May, 41. 

The Role of Ventilating Systems in Transmission of 
Bacteria, J. M. Dalla Valle and Alexander Hollaender, 
May, 42. 

Windowless Operating Rooms Served by Two Air Con- 
ditioning Systems, May, 54. 

Proceedings of Fifth Annual Meeting of Air Hygiene 
Foundation of America, Inc., May, 60. (PR) 

Dust Control—Common Sense Policies in Dust Control, 
F. F. Kravath, June, 28. 

Factors Influencing Air Freshness, June, 55. 

Health Hazards of Occupational Environments, Edu- 
cational Health Circular No. 154, June, 56. (PR) 

Field House Condensation Eliminated by Ventilators 
(University of Michigan), Axel Marin, July, 31. 
Electrostatic Air Filters, H. W. Pound, July, 34. 
What the Ventilating Engineer Should Know About 
Carbon Monoxide and Benzene, July, 49. 

Protecting Plant Manpower, July, 59. (BR) 

Measuring Smokes and Rating Efficiencies of Indus- 
trial Air Filters, A. C. Robertson, J. G. Mulder and 
F. G. VanSaun, July, 59. (A) 

Present Practice in Canadian Munitions Plants, Harry 
H. Angus, Aug., 23. 

Nomograph for Exhaust System Design, B. Kagan, 
Aug., 39. 

Careful Air Cleaning for Plastic Spray Room, Sept., 25. 
Griffin Wheet Company, W. A. Murdoch, Sept., 30. 
What the Ventilating Engineer Should Know About 
Hydrogen Sulfide and Carbon Disulfide, Sept., 58. 
Dust-Explosion Hazards in Plants Producing or Handling 
Aluminum, Magnesium, or Zinc Powder, H. R. Brown, 
Sept., 62. (PR) 


Westinghouse Electric & Mfg. Co. (Fairmount, W. Va.), 
C. L. Nordheimer and Alexander A. Dzubay, Oct., 29. 
Wright Aeronautical Corporation’s Lockland (Cincin- 
nati) Plant, Nov., 30. 

Ultraviolet Lamps Sterilize Air in Large Brewery, 
Oct., 41. 

Control of Air-Borne Infection in Air-Raid Shelters and 
Elsewhere, C. H. Andrews, Oct., 56. (PR) 

Effect of Smoke on Bacteria in the Air, C. C. Twort 
and A. H. Baker, Oct., 68. (PR) 

Infection, Disinfection and Air Conditioning, William 
Firth Wells, Nov., 59. 

Power Costs are Lower if Dust Exhaust Systems are 
Well Balanced, W. C. L. Hemeon, Dec., 18. 

Dixie Mercerizing Company, Dec., 43. 
Active-Carbon—The Modern Purifier, John W. Hassler, 
Dec., 53. (BR) 

The Public Health Administrator’s Responsibility in 
the Field of Occupational Disease Legislation, J. J. 
Bromfield and W. M. Gafafer, Dec., 54. (A) 

Manual of Ordinances and Requirements, 

Dec., 56. (BR) 


Air Conditioning and Ventilation 


Design for Defense, Albert Kahn, Jan., 27. 

Wright Aeronautical Corporation, Jan., 30. 

Pratt & Whitney, Division Niles-Bement-Pond Com- 
pany, Jan., 36. 

Panama Canal, F. F. Kravath, Jan., 56. 

Papers Presented at the First Annual Air Conditioning 
Short Course, Jan., 123. (BR) 

Ford Motor Company, Feb., 17. 

Square D Company, Feb., 22. 

Air Conditioning Maintenance Procedure, Fred D. 
Mosher, Feb., 24. 

Absorption Refrigeration Used to Provide Cooling in 
Year-Round Conditioning of Library (Tulane Univer- 
sity), G. Elmer May, Feb., 28. 

Air Conditioning Helps Tulips Grow in Dutch East 
Indies, Feb., 29. 

Economical Dust Control with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 4—Filter Connection and 
Fan Selection, Feb., 33. 

Sterile Air a Necessity in Serum Laboratory, Fred 
Pederson, Feb., 35. 

Air Conditioning Installation Costs 37% Lower (Proc- 
tor’s Theater, Troy, N. Y.), S. Martin, Jr., Feb., 36. 
Air Dilution in Industrial Ventilation, W. C. L. Hemeon, 
Part 3, Feb., 40; Part 4, Mar., 71. 

Clean Air Ups Skating and Dancing Attendance Forty 
Percent, Feb., 42. 

Well Water Cooling for an Unusual Residence, W. A. 
Murdoch, Feb., 45. 

Modern Air Conditioning, Heating and Ventilating, 
Willis H. Carrier, Realto E. Cherne and Walter A. 
Grant, Feb., 49. (BR), 

Building Materials and Structures, Report BMS56, A 





Survey of Humidities in Residences, Thomas D. Phil- 
lips, Feb., 49. (PR) 

Humidity Damage to Buildings and Means for Its Pre- 
vention, C. R. Downs and J. W. Spiselman, Feb., 50. (A) 
Code for Application Engineering Standards for Air 
Conditioning for Comfort, Feb., 53. (PR) 

Refrigerating Engineering, H. J. MaclIntire, 

Feb., 53. (BR) 

Equipment Standards, Performance of Ammonia Con- 
densers, Feb., 53. (PR) 

Ventilation of a Trichlorethylene Degreaser, William 
N. Witheridge and Herbert T. Walworth, Mar., 25. 
Noises in Air Conditioning Systems, Apr., 19. 

Power Requirements of Ammonia Compressors, Wil- 
liam Parkerson, Apr., 20. 

Duplicating Stratospheric Conditions for Airplane Test- 
ing (Wright Field, Dayton, Ohio), Apr., 22. 

Sun Shading Devices for Windows to Reduce Air Con- 
ditioning Load, Apr., 28. 

Industrial Drying, Apr., 31. 

Jones & Laughlin Steel Corp., Apr., 34. 

Bienville Warehouses Corp.’s, Apr., 35. 

Economical Dust Control with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 6—Plenum Chamber Sys- 
tems (Conclusion), Apr., 36. 

Cold Preserves Stored Nuts, Apr., 38. 

New National Gallery of Art in Washington Has 
21-Zone Air Conditioning System, Apr., 39. 
Temperature—Its Measurement and Control in Science 
and Industry, Apr., 45. (BR) 

Air Conditioning Principles, Charles Osborn Mackey, 
Apr., 45. (BR) 

Crosby-Fiske-Forster Handbook of Fire Protection, 
Ninth Edition, Apr., 46. (BR) 

Estimating Heat flow Through Sunlit Walls, C. O. 
Mackey and L. T. Wright, Jr. Part 4—Data on NE, 
NW, SE, and SW Walls, May, 28; Part 5—Comparison 
of Various Methods, June, 32. 

Air Sterilization by Sodium Hypochlorite, May, 33. 
Toxic Gases and Industrial Ventilation, May, 34. 

Dust Control in the Air-Conditioned Room, F. F. 
Kravath, May, 36. 

Farnsworth Television & Radio Corp., May, 40. 

Utah Smelting Co., May, 41. 

The Role of Ventilating Systems in Transmission of 
Bacteria, J. M. Dalla Valle and Alexander Hollaender, 
May, 42. 

Building Infiltration Studied by English Investigator, 
May, 46. 

Photos Darkrooms Market for Conditioners, May, 52. 
Steam Jets, Electric Air Cleaners Feature Office Build- 
ing Installation, May, 53. 

Windowless Operating Rooms Served by Two Air Con- 
ditioning Systems, May, 54. 

Sun Heat Transmission of Bare Single Windows vs. 
Single Windows with Shading Screen—Data Sheets 
Nos. 197-198, May, 58. 

Psychrometric Notes and Tables, Elmer Torok, 

May, 59. (BR) 

Psychrometric Chart for High Temperature, 

May, 59. (PR) 

Committee Report — Industrial and Commercial Sum- 
mer Air Conditioning, May, 59. (PR) 

Estimating Water Used for Air Conditioning, E. E. 
Smith, May, 60. (A) 

Measurements of the Ventilating of Dwellings, C. G. 
Warner, May, 60. (A) 

Proceedings of Fifth Annual Meetings of Air Hygiene 
Foundation of America, Inc., May, 60. (PR) 

Standard Test Code for Centrifugal and Axial Fans, 
May, 60. (PR) 

Candy Manufacturing Plants, Harry W. Smith, Jr., 
June, 24. 

Dust Control—Common Sense Policies in Dust Control, 
F. F. Kravath, June, 28. 

A New Psychrometric Chart for Low Temperature and 
Humidities, C. N. Deverall, June, 51. 

Factors Influencing Air Freshness, June, 55. 

Urban Water Consumption, M. A. Pond, June, 56. (A) 
Health Hazards of Occupational Environments, Educa- 
tional Health Circular No. 154, June, 56. (PR) 

Constant Low Temperature Rooms for Biological 
Laboratories, July, 29. 

Field House Condensation Eliminated by Ventilators 
(University of Michigan), Axel Marin, July, 31. 


Efficacy of Window Shades as Heat Barriers Investi- 
gated by Armour Foundation, July, 30. 

Precision Tool Room Conditioned (The Landis Tool 
Co., Waynesboro, Pa.), July, 37. 

Refrigerating Capacity of Ammonia Compressors, Wil- 
liam Parkerson, July, 45. ‘ 

What the Ventilating Engineer Should Know About 
Carbon Monoxide and Benzene, July, 49. 

Air Conditioning Maintenance Schedule—Data Sheets 
Nos. 201-202, July, 50. 

New Comfort Air Conditioning System Uses 8-in. Air 
Pressures, July, 51. 

Georgia Office Building Air Conditioned by New Con- 
duit System (Bankers Health and Life Insurance Co., 
Macon, Ga.), George W. Meek, July, 54. 

Soap Factory Has Three Air Conditioned Floors, 
July, 56. 

Protecting Plant Manpower, July, 59. (BR) 

Practical Air Conditioning, A. J. Rummel and L. O. 
Vogelsang, July, 59. (BR) 

Air Conditioning for Concrete Testing Laboratory, 
Aug., 25. 

Kollsman Instrument Company (Division of Square D 
Company), A. A. Giannini, Aug., 30. 

Greenfield Tap & Die Corp., A. S. MacNeish, Aug., 34. 
Trane Air Conditioning Manual, Aug., 47. (BR) 
Climate and Efficiency of Military Personnel, Charles 
I. Singer, Aug, 47. (PR) 

Air Conditioning Maintenance Procedure—Data Sheets 
Nos. 203-204, Aug., 58. 

Air Cooling and Dehumidification in the New War De- 
partment Building, Sept., 15. 

Constant Humidity for 4600 Year Old Bust, F. N. Hol- 
lingsworth, Sept., 21. 

Careful Air Cleaning for Plastic Spray Room, Sept., 25. 
Hospital Has Windowless Operating Rooms (Children’s 
Hospital, Buffalo, N. Y.), Sept., 27. 

General Mills, Inc., Milton Figen, Sept., 33. 
Westinghouse Electric & Mfg. Co., Frederick J. Rice, 
Sept., 37. 

The EE! 1940 Air Conditioning Survey, Sept., 43. 
Stratosphere Conditioning for Training Crews, 

Sept., 47. 

Marmon-Herrington Company, Inc., Sept., 48. 

Methods of Ventilating Vehicular Tunnels, F. F. 
Kravath, Sept., 53. 

Dehumidifier Used for Drying Blood Plasma, Sept., 57. 
What the Ventilating Engineer Should Know About 
Hydrogen Sulfide and Carbon Disulfide, Sept., 58. 
Standards for Refrigeration, Sept., 62. (PR) 
Refrigeration Application to Certain Oregon Indus- 
tries, Circular Series No. 5, W. H. Martin, 

Sept., 62. (PR) 

Burma Shave, Milton Figen, Oct., 26. 

Westinghouse Electric & Mfg. Co. (Fairmount, Va.), 
C. L. Nordheimer and Alexander A. Dzubay, Oct., 29. 
Air Conditioning for Fur Storage, Oct., 30. 

Power Requirements and Efficiencies of Freon Com- 
pressors, William Parkerson, Oct., 34. 

Army Bomber Plants (Fort Worth and Tulsa), Oct., 40. 
Uitraviolet Lamps Sterilize Air in Large Brewery, 
Oct., 41. 

Air Conditioning for Growing Grass Controlled by Pro- 
gram Clocks, Oct., 47. 

Air Conditioning for Sweet Potato Storage Houses, 
Oct., 49. 

Details of Duct Connections for Vehicular Tunnel 
Ventilation, F. F. Kravath, Oct., 52. 

Control of Air-Borne Infection in Air-Raid Shelters and 
Elsewhere, C. H. Andrews, Oct., 56. (PR) 

Safe Practice Bulletin No. 32—Occupational Disease 
Prevention, Oct., 56. (PR) 

Health vs. Comfort vs. Efficiency, F. W. Hutchinson, 
Nov., 28. 

Navy Takes Over Air Conditioned Junk, Nov., 29. 
Wright Aeronautical Corporation’s Lockland (Cincin- 
nati) Plant, Nov., 30. 

Conditioned Air Tunnel System (Northwest Airlines), 
Milton Figen, Nov., 35. 

Fans, Fan Drives and Control for Vehicular Tunnel 
Ventilation, F. F. Kravath, Nov., 38. 

Eggs Kept at 60F and 85% in Conditioned Auction 
Vaults, Nov., 42. 

Southern Chuch Air Conditioned by Ice Storage Sys- 
tem (First Methodist Church, Birmingham, Ala), 
George H. Watson, Nov., 57. 
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Infection, Disinfection and Air Conditioning, William 
Firth Wells, Nov., 59. 

How Air Conditioning Builds Business Profits, 

Nov., 60. (PR) 

Temperature as a Health Factor in Air Conditioning, 
F. W. Hutchinson, Dec., 27. 

Cardinal Hayes Memorial High School, Edward J. 
Benesch, Dec., 30. 

12-Year-Old Ventilating Problem Solved, Edmund W. 
Gifford, Dec., 30. 


Air Flow and Distribution 


Short Method of Pattern Development, Ralph W. Poe, 
Feb., 52. (PR) 

Ventilation of a Trichlorethylene Degreaser, William 
N. Witheridge and Herbert T. Walworth, Mar., 25. 
Economical Dust Control with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 5—Summary—A Sample 
System, Mar., 33; Part 6—Plenum Chamber Systems 
(Conclusion), Apr., 36. 

Field House Condensation Eliminated by Ventilators 
(University of Michigan), Axel Marin, July, 31. 

New Comfort Air Conditioning System Uses 8-in. Air 
Pressures, July, 51. 

Nomograph for Exhaust System Design, B. Kagan, 
Aug., 39. 

Methods of Ventilating Vehicular Tunnels, F. F. 
Kravath, Sept., 53. 

Details of Duct Connections for Vehicular Tunnel 
Ventilation, F. F. Kravath, Oct., 52. 


Auxiliary Equipment 


Pumps, Frank A. Kristal and F. A. Annett, 

Jan., 123. (BR) 

Air Conditioning Maintenance Procedure, Fred D. 
Mosher, Feb., 24. 

Steam Turbines, Principles and Practice, Terrell Croft; 
Revised by S. A. Tucker, May, 60. (BR) 

Low Air Pressure Kills Flowers, Dec., 35. 

Douglas Aircraft Co., Inc., Dec., 36. 

Venetian Blind Laundry Conditioned, Dec., 40. 
Cummins Engine Company, Dec., 41. 

Dixie Mercerizing Company, Dec., 43. 

General Electric Company, Dec., 45. 
Active-Carbon—The Modern Purifier, John W. Hassler, 
Dec., 53. (BR) 

Infection, Disinfection and Air Conditioning, William 
Firth Wells, Dec., 54. (PR) 

Effect of Changes in Moisture and Temperatures on 
Mine Roof—First Report on Strata Overlying the Pitts- 
burgh Coal Bed, Irving Hartmann and H. P. Green- 
wald, Dec., 55. (PR) 

Diseases of Respiratory Tract and Air Conditioning, 
Carey P. McCord, Dec., 56. (PR) 


Churches 


Southern Chuch Air Conditioned by Ice Storage Sys- 
tem (First Methodist Church, Birmingham, Ala.), 
George H. Watson, Nov., 57. 


District Heating 


1940 Proceedings of the National District Heating As- 
sociation, Jan., 123. (BR) 

Principles of Economical Heating, July, 58. (BR) 
Deep Tunnel Heating at the University of Minnesota, 
Milton Figen, Aug., 15. 

1941—Proceedings of the National District Heating As- 
sociation, Oct., 68. (BR) 

Iceland’s District Heating System Uses Water from 
Hot Springs, Nov., 48. 


Estimating and Designing 
(Includes Data on Estimating Fuel Consumption, 
Degree-Day and Weather) 


Design for Defense, Albert Kahn, Jan., 27. 
Cold Water Necessary for Common Purposes — Data 
Sheets Nos. 189-190, Jan., 118. 


Pumps, Frank A. Kristal and F. A. Annett, 

Jan., 123. (BR) 

Air Conditioning Maintenance Procedure, Fred D. 
Mosher, Feb., 24. 

New Method Proposed for Computing Degree Days, 
Feb., 27. 

Theory vs. Practice, T. W. Reynolds. Size and Fuel 
Consumption, Feb., 30; Exposure Factors, Mar., 34; 
Heat Gains, May, 49; The Boiler is Not Always to 
Blame, June, 23; Increase Boiler Capacity by Reducing 
the Load, July, 44; Increasing the Capacity of Exist- 
ing Radiators, Oct., 24. 

Economical Dust Control with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 4—Filter Connection and 
Fan Selection, Feb., 33. 

Air Conditioning Installation Costs 37% Lower (Proc- 
tor’s Theater, Troy, N. Y.), S. Martin, Jr., Feb., 36. 
Air Dilution in Industrial Ventilation,W. C. L. Hemeon, 
Feb., 40. 

Oil Used as Heating Medium in Forced Circulation 
System, Feb., 47. 

Humidity Damage to Buildings and Means for Its Pre- 
vention, C. R. Downs and J. W. Spiselman, 

Feb., 50. (A) 

Drafting Room Practices, T. C. Brown and P. E. Moose, 
Feb., 51. (PR) 

Building Materials and Structures, Report BMS66, 
Plumbing Manual, Feb., 51. (PR) 

Scale Formation in Water Heaters and Methods of Pre- 
vention, J. M. Krappe, Feb., 52. (PR) 

Beacon Boiler Reference Bock, Feb., 52. (BR) 

Short Method of Pattern Development, Ralph W. Poe. 
Feb., 52. (PR) 

Our Climate, John R. Weeks, Feb., 53. (PR) 

English Engineering Units and Their Dimensions, 
E. W. Comings, Feb., 53. (PR) 

Temperatures and Amounts of Hot Water for Common 
Operations—Data Sheets Nos. 191-192, Feb., 58. 
Peabody Coal Company, D. A. Whiting; Mar., 30. 
Radiant Heating Section—Heating and Ventilating’s 
Reference Section No. 1, Mar., 35. 

Mixing of Hot and Cold Waters—1, Data Sheets Nos. 
193-194, Mar., 74. 

Power Requirements of Ammonia Compressors, Wil- 
liam Parkerson, Apr., 20. 

Floor Temperatures for Radiant Heating, Apr., 27. 
Sun Shading Devices for Windows to Reduce Air Con- 
ditioning Loads, Apr., 28. 

Industrial Drying, Apr., 31. 

Mixing of Hot and Cold Waters—2, Data Sheets Nos. 
195-196, Apr., 42. 

Heating, Ventilating, Air Conditioning Guide, 1941, 
Apr., 46. (BR) 

Hotel Engineering—Volume 1, Water Consumption, 
Costs and savings, George C. St. Laurent, 

Apr., 46. (PR) 

Estimating Heat Flow Through Sunlit Walls, C. O. 
Mackey and L. T. Wright, Jr. Part 4—Data on NE, 
NW, SE and SW Walls, May, 28; Part 5—Comparison 
of Various Methods, June, 32. 

Building Infiltration Studied by English Investigator, 
May, 46. 

An Effect of Climate, May, 48. 

Radiant Heating—Letters to the Editor, May, 58. 
Sun Heat Transmission of Bare Single Windows vs. 
Single Windows with Shading Screen—Data Sheets 
Nos. 197-198, May, 58. 

Applied Heat Transmission, Herman J. Stoever, 
May, 58. (BR) 

Psychrometric Notes and Tables, Elmer Torok, 

May, 59. (BR) 

Psychrometric Chart for High Temperature, 

May, 59. (PR) 

Estimating Water Used for Air Conditioning, E. E. 
Smith, May, 60. (A) 

Measurements of the Ventilating of Dwellings, C. G. 
Warner, May, 60. (A) 

Building Materials and Structures, Report BMS65— 
Methods of Estimating Loads in Plumbing Systems, 
Roy B. Hunter, May, 60. (PR) 

Radiator Research House Dedicated; Tentative Progress 
Report Made (I-B-R Research Home), June, 19. 

Dust Control—Common Sense Policies in Dust Control, 
F. F. Kravath, June, 28. 











Underground steam Piping Section—Heating and Ven- 
tilating’s Reference Section No. 2, June, 35. 

A New Psychrometric Chart for Low Temperature and 
Humidities, C. N. Deverall, June, 51. 

Temperature Measurement, Robert L. Weber, 

June, 56. (BR) 

Radiant Heating, Reference Section No. 1, Joseph F. 
Kern, Jr., June, 56. (PR) 

Urban Water Consumption, M. A. Pond, June, 56. (A) 
A Round Table Discussion on Sound Levels and Fan 
Selection, E. O. Martinson, June, 56. (PR) 

Efficacy of Window Shades as Heat Barriers Investi- 
gated by Armour Foundation, July, 30. 

Field House Condensation Eliminated by Ventilators 
(University of Michigan), Axel Marin, July, 31. 
Electrostatic Air Filters, H. W. Pound, July, 34. 
Refrigerating Capacity of Ammonia Compressors, Wil- 
liam Parkerson, July, 45. 

What the Ventilating Engineer Should Know About 
Carbon Monoxide and Benzene, July, 49. 

Deep Tunnel Heating at the University of Minnesota, 
Milton Figen, Aug., 15. 

The Weather Really is Warmer, Aug., 20. 

Present Practice in Canadian Munitions Plants, Harry 
H. Angus, Aug., 23. 

Air Conditioning for Concrete Testing Laboratory, 
Aug., 25. 

Kollsman Instrument Company (Division of Square D 
Company), A. A. Giannini, Aug., 30. 

Greenfield Tap & Die Corp., A. S. MacNeish, Aug., 34. 
Nomograph for Exhaust System Design, B. Kagan, 
Aug., 39. ' 

Estimating Heat Flow Through Sunlit Walls, Parts 4 
and 5, C. O. Mackey and L. T. Wright, Jr., Reprint 
No. 14, Aug., 47. (PR) 

82 Ways to Conserve Fuel for Defense without Sacri- 
fice of Home Comfort, Aug., 47. (PR) 

Concrete Tanks for Oil Storage, A. J. Boase, Sept., 22. 
Are Heat Loss Calculation Methods Still Too Compli- 
cated? Fred Carnes, Sept., 41. 

Heat Losses and Infiltration Through Doors and Win- 
dows—Data Sheets Nos. 205-206, Sept., 42. 

Chimney Design, Arthur H. Senner, Sept., 45. 

Methods of Ventilating Vehicular Tunnels, F. F. 
Kravath, Sept., 53. 

What the Ventilating Engineer Should Know About 
Hydrogen Sulfide and Carbon Disulfide, Sept., 58. 

A Method of Measuring Thermal Diffusivity and Con- 
ductivity of Stone and Concrete, W. T. Thomson, 
Sept., 62. (PR) 

Graphically Determining Turr-on Time for Intermit- 
tent Heating Plants, F. W. Hutchinson, Oct., 20. 
Power Requirements and Efficiencies of Freon Com- 
pressors, William Parkerson, Oct., 34. 

A Short Cut Heat Loss Formula for Residential Heat- 
ing, Fred Carnes, Oct., 42. 

Air Conditioning for Sweet Potato Storage Houses, 
Oct., 49. 

Degree Day Log, Oct., 56. (BR) 

Frequency of Low Daily Temperatures—Data Sheets 
Nos. 207-208, Oct., 58. 

Computed Thermal Conductivity of Common Woods, 
Oct., 68. (PR) 

Health vs. Comfort vs. Efficiency, F. W. Hutchinson, 
Nov., 28. 

Degree-Days (65F Base) for Recent Heating Seasons 
—Data Sheets Nos. 209-210. 

How Much Fuel Can Be Saved by Lowering Inside 
Temperatures, Clifford Strock, Nov., 43. 

Testing the Short Cut Method of Calculating Radia- 
tion, Fred Carnes, Nov., 51. 

Southern Church Air Conditioned by Ice Storage Sys- 
tem (First Methodist Church, Birmingham, Ala.), 
George H. Watson, Nov., 57. 

Furnace Heating Guide, K. C. Richmond, 

Nov., 60. (PR) 

Power Costs are Lower if Dust Exhaust Systems are 
Well Balanced. W. C. L. Hemeon, Dec., 18. 

Summer of 1941 Hotter Than ’40 Degree-Hour Data 
Show, Dec., 26. 

Temperature as a Health Factor in Air Conditioning, 
F. W. Hutchinson, Dec., 27. 

Low Air Pressure Kills Flowers, Dec., 35. 

Degree Days (65F Base) for Recent Heating Seasons— 
Data Sheets Nos. 211-212, Dec., 50. 


Building Insulation, Paul D. Close, Dec., 54. (BR) 
Condensation of Moisture and Its Relation to Building 
Construction and Operation, Bulletin 18, F. B. Rowley, 
A. B. Algren and C. E. Lund, Dec., 56. (PR) 


Fans and Blowers 


Standard Test Code for Centrifugal and Axial Fans, 
May, 60. (PR) 

A Round Table Discussion on Sound Levels and Fan 
Selection, E. O. Martinson, June, 56. (PR) 

Fans, Fan Drives and Control for Vehicular Tunnel 
Ventilation, F. F. Kravath, Nov., 39. 

Blowers for Airplane Engine Tests, Dec., 47. 


Fuels, Combustion and Heat Generation 


BOILERS, CHIMNEYS, DRAFT, BOILER WATER 


Engineering Monographs, Jan., 123. (PR) 

Boiler Operator’s Guide, Harry M. Spring, Jr., 
Jan., 123. (BR) 

Waste Energy from Diesel Engine Supplies Heat to 
New England College (Atlantic Union College), 
Francis A. Westbrook, Feb., 31. 

Beacon Boiler Reference Book, Feb., 52. (BR) 
1-B-R Ratings for Cast Iron Boilers, May, 60. (PR) 
Theory vs. Practice, T. W. Reynolds. The Boiler Is 
Not Always to Blame, June, 23; increase Boiler Capa- 
city by Reducing the Load, July, 44. 

Performance of Subbituminous Coal in a Typical Un- 
derfeed Domestic Stoker, V. F. Parry and E. R. Degur, 
July, 57. 

82 Ways to Conserve Fuel for Defense Without Sacri- 
fice of Home Comfort, Aug., 47. (PR) 

Chimney Design, Arthur H. Senner, Sept., 45. 

How Much Fuel Can Be Saved by Lowering Inside 
Temperatures, Clifford Strock, Nov., 42. 

Furnace Heating Guide, K. C. Richmond, 

Nov., 60. (PR) 

Boiler Heating Guide, K. C. Richmond, Dec., 55. (PR) 
Thermodynamics of Boiler Feeding, Igor J. Karassik, 
Dec., 56. (PR) 


COAL AND COKE HEATING 


Managing Anthracite Stoker Servicing, Ralph A. 
Krauss, Feb., 43. 

Domestic Burners for Pennsyivania Anthracite, CS48-40, 
Feb., 53. (PR) 

How to Solve Anthracite Stoker Servicing Problems, 
Ralph A. Krauss, Mar., 67. 

Anthracite Sizes, Mar., 74. 

Effect of Stack Damper Setting or Furnace Draft on 
Stoker Performance, Apr., 46. (PR) 

Domestic Burners for Pennsylvania Anthracite, 

May, 60. (PR) 

Master Lock Company, Joseph H. Volk, July, 38. 
Stokers Heat Toll Houses on 10-Lane Turnpike, 

July, 40. 

Performance of Subbituminous Coal in a Typical Un- 
derfeed Domestic Stoker, V. F. Parry and R. D. Degur, 
July, 57. 

Transactions of the Fourth Annual Anthracite Confer- 
ence of Lehigh University, Bethlehem, Pa., 

July, 59. (BR) 

How to Change Heating Equipment from Oi! to An- 
thracite, Aug., 47. (PR) 

Effect of Air Regulation on Domestic Stoker Per- 
formance—Booklet No. 2. Stoker Coal Research Pro- 
gram, Oct., 56. (PR) 

Buffalo Memorial Auditorium, Myron C. Beman, 

Dec., 15. 

Rating and Care of Domestic Sawdust Burners, Prof. 
E. C. Willey, Dec., 54. (PR) 


ELECTRICAL HEATING 


Air Conditioning for Sweet Potato Storage Houses, 
Oct., 49. 











GAS HEATING 


Naval Ordnance Plant (South Charleston), David 
Henderson, Jan., 60. 

Absorption Refrigeration Used to Provide Cooling in 
Year-Round Conditioning of Library (Tulane Univer- 
sity), G. Elmer May, Feb., 28. 

New York’s Largest Skating Rink Heated with Gas, 
Feb., 48. 

Air Conditioning for Air Defense (Heating New York’s 
Academy of Aeronautics), Harold S. Birkett, Apr., 15. 
Northrop Aircraft, Inc., Apr., 32. 

Jones & Laughlin Steel Corp., Apr., 34. 

Bienville Warehouses Corp.’s, Apr., 35. 

Progressive Welder Co., May, 41. 

Candy Manufacturing Plants, Harry W. Smith, Jr., 
June, 24. 

Army Bomber Plants (Fort Worth and Tulsa), 

Oct., 40. 

Annual Statistics of The Natural Gas Industry in 1940 
(Statistical Bulletin No. 45, Oct., 1941) and Annual 
Statistics of The Manufactured Gas Industry in 1940 
(Statistical Bulletin No. 44, Oct., 1941), Dec., 56. (PR) 


OIL HEATING 


Wright Aeronautical Corporation, Jan., 30. 

Pratt & Whitney, Division Niles-Bement-Pond Com- 
pany, Jan., 36. 

The Electric Boat Company, Jan., 46. 

The Edo Aircraft Corp., Jan., 52. 

Square D Company, Feb., 22. 

Waste Energy from Diesel Engine Supplied Heat to 
New England College (Atlantic Union College), 
Francis A. Westbrook, Feb., 31. 

Oil Used as Heating Medium in Forced Circulation 
System, Feb., 47. 

Progressive Welder Co., May, 41. 

An Example of Defense Building, June, 22. 

Red Hook Housing Project Oil Heated, June, 33. 
Will There Be an Oil Shortage Along the Eastern Sea- 
board? July, 25. 

How to Change Heating Equipment from Oil to An- 
thracite, Aug., 47. (PR) 

Concrete Tanks for Oil Storage, A. J. Boase, Sept., 22. 
Priorities Increasingly Affect Industry; Senate Starts 
Study of Oil Shortage, Sept., 28. 

Theory vs. Practice, T. W. Reynolds. Operation of the 
Oil Burner, Sept., 52. 

Appointment of SPAB and New Tax Among Month’s 
News from Washington, Oct., 31. 

Army Bomber Plants (Fort Worth and Tulsa), Oct., 40. 
Performance of Pressure-Type Oil Burners, M. P. 
Cleghorn and R. J. Helfinstine, Oct., 55. (A) 

Cardinal Hayes Memorial High School, Edward J. 
Benesch, Dec., 30. 

Cummins Engine Company, Dec., 41. 

The City of New York Gasoline and Fuel Oil Survey, 
Grover A. Whalen, Dec., 55. (PR) 

Fuel Oil and Kerosene Sales Continue Upward Trend 
in 1940, Dec., 56. (PR) 


Heat Transfer 


Radiant Heating Section—Heating and Ventilating’s 

Reference Section No. 1, Mar., 35. 

Floor Temperatures for Radiant Heating, Apr., 27. 

Sun Shading Devices for Windows to Reduce Air Con- 

ditioning Load, Apr., 28. 

Temperature—Its Measurement and Control in Science 

and Industry, Apr., 45. (BR) 

Solar Heating of Various Surfaces, Building Materials 

and Structures, Report BMS64, Herman V. Cottony 

and Richard S. Dill, Apr., 46. (PR) 

Estimating Heat Flow Through Sunlit Walls, C. O. 

Mackey and L. T. Wright, Jr. Part 4—Data on NE, 

NW, SE, and SW Walls, May, 28; Part 5—Comparison 

of Various Methods, June, 32. 

Solar House Claimed to Reduce Heating Cost 20%, 
W. A. Murdoch, May, 47. 

- Insulation of Boiler Room Piping Improves Comfort, 

Pays High Returns, Francis A. Westbrook, May, 51. 

Applied Heat Transmission, Herman J. Stoever, 

May, 58. (BR) 


Heat Transfer by Radiation, W. J. Wohlenberg, 

May, 59. (PR) 

Thermodynamics, H. A. Everett, May, 60. (BR) 
Underground Steam Piping Section—Heating and Ven- 
tilating’s Reference Section No. 2, June, 35. 
Temperature Measurement, Robert L. Weber, 

June, 56. (BR) 

Radiant Heating, Reference Section No. 1, Joseph F. 
Kern, Jr., June, 56. (PR) 

Efficacy of Window Shades as Heat Barriers Investi- 
gated by Armour Foundation, July, 30. 

Master Lock Company, Joseph H. Volk, July, 38. 
Radiant Heating by Convection, Richard Brindley and 
Alvin Ottum, July, 41. 

An Unknown Factor in Long-Range Weather Forecast- 
ing, July, 50. 

Home Insulation, Paul M. Tyler, July, 58. (PR) 
Estimating Heat Flow Through Sunlit Walls, Parts 4 
and 5, C. O. Mackey and L. T. Wright, Jr., Reprint 
No. 14, Aug., 47. (PR) 

Are Heat Loss Calculation Methods Still Too Com- 
plicated? Fred Carnes, Sept., 41. 

Heat Losses and Infiltration Through Doors and Win- 
dows—Data Sheets Nos. 205-206, Sept., 42. 

Electrical Particles of the Human Breath, Sept., 60. 

A Method of Measuring Thermal Diffusivity and Con- 
ductivity of Stone and Concrete, W. T. Thomson, 
Sept., 62. (PR) 

Graphically Determining Turn-on Time for Intermit- 
tent Heating Plants, F. W. Hutchinson, Oct., 20. 
Theory vs. Practice, T. W. Reynolds. Increasing the 
Capacity of Existing Radiators, Oct., 24. 

A Short Cut Heat Loss Formula for Residential Heat- 
ing, Fred Carnes, Oct., 42. 

Classification of Acoustic Materials and Sound Absorp- 
tion Coefficients of the More Common Acoustic Ma- 
terials, Oct., 56. (PR) 

Computed Thermal Conductivity of Common Woods, 
Oct., 68. (PR) 

Health vs. Comfort vs. Efficiency, F. W. Hutchinson, 
Nov., 28. 

Testing the Short Cut Method of Calculating Radia- 
tion, Fred Carnes, Nov., 51. 

Heat in Theory and Practice, Samuel Richard Cook, 
Nov., 60. (BR) 

Temperature Measurement and Control, Robert L. 
Weber, Nov., 60. (BR) 

Case Study No. 1—Radiant Heating in a Small Resi- 
dence and Case Study No. 2—Radiant Heating in a 
$15,000 Office Building, Nov., 60. (PR) 

Programs of the Research Technical Advisory Com- 
mittees of the American Society of Heating and Venti- 
lating Engineers, Nov. 60. (PR) 

Temperature as a Health Factor in Air Conditioning, 
F. W. Hutchinson, Dec., 27. 

Building Insulation, Paul D. Close, Dec., 54 (BR) 
Condensation of Moisture and Its Relation to Building 
Construction and Operation, Bulletin 18, F. B. Rowley, 
A. B. Algren and C. E. Lund, Dec., 56. (PR) 


Hospitals 


Mobilization Housing, Joseph F. Kern, Jr., Jan., 40. 
Windowless Operating Rooms Served by Two Air 
Conditioning Systems, May, 54. 

New Comfort Air Conditioning System Uses 8-in. Air 
Pressures, July, 51. 

Hospital Has Windowless Operating Rooms (Children’s 
Hospital, Buffalo, N. Y.), Sept., 27. 

Dehumidifier Used for Drying Blood Plasma, Sept., 57. 
Modern Hospital Practice (Delaware Hospital, Wilming- 
ton), Carl Baehr, Oct., 15. 


Hotels and Apartments 


1941 Heating Business in Defense Housing, Feb., 15. 
Housing for Defense—A Review of the Role of Housing 
in Relation to America’s Defense and a Program for 
Action. Niles L. Colean, Feb., 50. (BR) 

New Comfort Air Conditioning System Uses 8-in. Air 
Pressures, July, 51. 

Steam Heat for Cellular Steel Hotel (Lake Louise 
Hotel, Toccoa, Ga.), Sept., 26. 











Hot Water Heating 


The Electric Boat Company, Jan., 26. 

Pratt & Whitney, Division Niles-Bement-Pond Com- 
pany, Jan., 36. 

Theory vs. Practice, T. W. Reynolds. Size and Fuei 
Consumption, Feb., 30; The Boiler Is Not Always to 
Blame, June, 23; Increasing the Capacity of Existing 
Radiators, Oct., 24. 

Oil Used as Heating Medium in Forced Circulation Sys- 
tem, Feb., 47. 

Scale Formation in Water Heaters and Methods of 
Prevention, J. M. Krappe, Feb., 52. (PR) 
T2mperatures and Amounts of Hot Water for Common 
Operations—Data Sheets Nos. 191-192, Feb., 58. 
Radiant Heating Section—Heating and Ventilating’s 
Reference Section No. 1, Mar., 35. 

Mixing of Hot and Cold Waters—1, Data Sheets Nos. 
193-194, Mar., 74 

Air Conditioning for Air Defense (Heating New York’s 
Academy of Aeronautics), Harold S. Birkett, Apr., 15. 
Floor Temperatures for Radiant Heating, Apr., 27. 
Mixing of Hot and Cold Waters—2, Data Sheets Nos. 
195-196, Apr., 42. 

Hotel Engineering — Volume 1, Water Consumption, 
Costs and Savings, George C. St. Laurent, 

Apr., 46. (PR) 

Supply from Boiler Bottom, Returns at Top, in Heating 
System for Naval Armory, May, 25. 

Large Chicago Apartment Group Heated by Combina- 
tion System (River Forest), May, 44. 

Radiant Heating—Letters to the Editor, May, 58. 
Radiator Research House Dedicated; Tentative Progress 
Report Made (I-B-R Research Home), June, 19. 
Terrace Village (Pittsburgh, Pa.), (Heating and Venti- 
lating’s Reference Section No. 2), June, 48. 

Radiant Heating, Heating and Ventilating’s Reference 
Section No. 1, Joseph F. Kern, Jr., June, 56. (PR) 
Radiant Heating by Convection, Richard Brindley and 
Alvin Ottum, July, 41. 

Burma Shave, Milton Figen, Oct., 26. 

Wright Aeronautical Corporation’s Lockland (Cincin- 
nati) Plant, Nov., 30. 

Iceland’s District Heating System Uses Water from 
Hot Springs, Nov., 48. 

Case Study No. 1—Radiant Heating in a Small Resi- 
dence and Case Study No. 2—Radiant Heating in a 
$15,000 Office Building, Nov., 60. (PR) 

Factors Affecting the Germicidal Efficiency of Hypo- 
chlorite Solutions, A. S. Rudolph and Max Levine, 
Dec., 56. (PR) 


Industrial Buildings 


Design for Defense, Albert Kahn, Jan., 27. 

Wright Aeronautical Corporation, Jan., 30. 

Pratt & Whitney, Division Niles-Bement-Pond Com- 
pany, Jan., 36. 

The Electric Boat Company, Jan., 46. 

The Edo Aircraft Corporation, Jan., 52. 

Naval Ordnance Plant (South Charleston), David 
Henderson, Jan., 60. 

Ford Motor Company, Feb., 17. 

Square D Company, Feb., 22. 

Economical Dust Control! with Low Resistance Exhaust 
Systems, F. F. Kravath. Part 4—Filter Connection with 
Fan Selection, Feb., 33; Part 5—Summary—A Sample 
System, Mar., 33; Part 6—Plenum Chamber Systems 
(Conclusion), Apr., 36. 

Sterile Air a Necessity in Serum Laboratory, Fred 
Pederson, Feb., 35. 

Air Dilution in Industrial Ventilation, W. C. L. Hemeon. 
Part 3, Feb., 40; Part 4, Mar., 71. 

Ventilation of a Trichlorethylene Degreaser, William 
N. Witheridge and Herbert T. Walworth, Mar., 25. 
Peabody Coal Company, D. A. Whiting, Mar., 30. 
Duplicating Stratospheric Conditions for Airplane Test- 
ing (Wright Field, Dayton, Ohio), Apr., 22. 

Industrial Drying. Apr., 31. 

Northrop Aircraft, Inc., Apr., 32. 

Jones & Laughlin Steel Corp., Apr., 34. 

Bienville Warehouses Corp.’s, Apr., 35. 

Protecting Defense Plants from Air Attacks, May, 27. 
Toxic Gases and Industrial Ventilation, May, 34. 


Dust Control in the Air Conditioned Room, F. F. 
Kravath, May, 36. 

Farnsworth Television & Radio Corp., May, 40. 
Progressive Welder Co., May, 41. 

Utah Smelting Co., May, 41. 

Photo Darkrooms Market for Conditioners, May, 52. 
Defense Building Shows Sharp Increase, May 55. 

An Example of Defense Building, June, 22. 

Candy Manufacturing Plants, Harry W. Smith, Jr., 
June, 24. 

Dust Control—Common Sense Policies in Dust Control, 
F. F. Kravath, June, 28. 

Underground Steam Piping Section—Heating and Ven- 
tilating’s Reference Section No. 2, June 35. 

Procter & Gamble (Heating and Ventilating’s Refer- 
ence Section No. 2), June, 46. 

Health Hazards of Occupational Environments, Educa- 
tional Health Circular No. 154, June, 56. (PR) 
Constant Low Temperature Rooms for Biological 
Laboratories, July, 29. 

Precision Tool Room Conditioned (The Landis Tool 
Co., Waynesboro, Pa.), July, 37. 

Master Lock Company, Joseph H. Volk, July, 38. 

Soap Factory Has Three Air Conditioned Floors, 
July, 56. 

Protecting Plant Manpower, July, 59. (BR) 

Industrial Building Now the Prime Market; 1941 Fac- 
tory Building Up 85% Over 1940, L. Seth Schnitman, 
Aug., 21. 

Present Practice in Canadian Munitions Plants, Harry 
H. Angus, Aug., 23. 

Air Conditioning for Concrete Testing Laboratory, 
Aug., 25. 

Bell Aircraft Opens New Plant, Aug., 26. 

Kolisman Instrument Company (Division of Square D 
Company), A. A. Giannini, Aug., 30. 

Greenfield Tap & Die Corp., A. S. MacNeish, Aug., 34. 
Nomograph for Exhaust System Design, B. Kagan, 
Aug., 39. 

Heating Chrysler Corporation’s Tank Arsenal, Aug., 48. 
Careful Air Cleaning for Plastic Spray Room, Sept., 25. 
Griffin Wheel Company, W. A. Murdoch, Sept., 30. 
General Mills, Inc., Milton Figen, Sept., 33. 
Westinghouse Electric & Mfg. Co., Frederick J. Rice, 
Sept., 37. 

Marmon-Herrington Company, Inc., Sept., 48. 

Boeing Aircraft (Wichita, Kans.), Oct., 18. 

Burma Shave, Milton Figen, Oct., 26. 

Westinghouse Electric & Mfg. Co. (Fairmount, W. Va.), 
C. L. Nordheimer and Alexander A. Dzubay, Oct., 29. 
Air Conditioning for Fur Storage, Oct., 30. 

Army Bomber Plants (Fort Worth and Tulsa), Oct., 40. 
Ultraviolet Lamps Sterilize Air in Large Brewery, 
Oct., 41. 

Eggs Kept at 60F and 85% in Conditioned Auction 
Vaults, Nov., 42. 

Wright Aeronautical Corporation’s Lockland (Cincin- 
nati) Plant, Nov., 30. 

Power Costs are Lower if Dust Exhaust Systems are 
Well Balanced, W. C. L. Hemeon, Dec., 18. 

Douglas Aircraft Co., Inc., Dec., 36. 

Venetian Blind Laundry Conditioned, Dec., 40. 
Cummins Engine Company, Dec., 41. 

Dixie Mercerizing Company, Dec., 43. 

General Electric Company, Dec., 45. 


Maintenance and Operation 


Air Conditioning Maintenance Procedure, Fred D. 
Mosher, Feb., 24. 

Managing Anthracite Stoker Servicing, Ralph A. 
Krauss, Feb., 43. 

Standards of the Hydraulic Institute, Seventh Edition, 
Feb., 9. (PR) 

How to Solve Anthracite Stoker Servicing Problems, 
Ralph A. Krauss, Mar., 67. 

Noises in Air Conditioning Systems, Apr., 19. 

Theory vs. Practice, T. W. Reynolds. The Boiler Is 
Not Always to Blame, June, 23; Operation of the Oil 
Burner, Sept., 52; Increasing the Capacity of Existing 
Radiators, Oct., 24. 

Air Conditioning Maintenance Schedule—Data Sheets 
Nos. 201-202, July, 50. 

Principles of Economical Heating, July, 58. (BR) 
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Lessons in Arc Welding, July, 59. (BR) 

Deep Tunnel Heating at the University of Minnesota, 
Milton Figen, Aug., 15. 

82 Ways to Conserve Fuel for Defense without Sacri- 
fice of Home Comfort, Aug., 47. (PR) 

Air Conditioning Maintenance Procedure—Data Sheets 
Nos. 203-204, Aug., 48. 

Graphically Determining Turn-on Time for Intermit- 
tent Heating Plants, F. W. Hutchinson, Oct., 20. 
Effect of Air Regulation on Domestic Stoker Per- 
formance—Booklet No. 2, Stoker Coal Research Pro- 
gram, Oct., 56. (PR) 

Low Pressure Steam Engineering Handbook, Frederick 
N. Broderick, Oct., 68. (BR) 

How Much Fuel Can Be Saved by Lowering Inside 
Temperatures, Clifford Strock, Nov., 43. 

Southern Church Air Conditioned by Ice Storage Sys- 
tem (First Methodist Church, Birmingham, Ala.), 
George H. Watson, Nov., 57. 

Furnace Heating Guide, K. C. Richmond, Nov., 60. (PR) 
Power Costs are Lower if Dust Exhaust Systems are 
Well Balanced, W. C. L. Hemeon, Dec., 18. 

Summer of 1941 Hotter Than ’40 Degree-Hour Data 
Show, Dec., 26. 

12-Year Old Ventilating Problem Solved, Edmund W. 
Gifford, Dec., 35. 

Boiler Heating Guide, K. C. Richmond, Dec., 55. (PR) 


Miscellaneous Buildings 


Mobilization Housing, Joseph F. Kern, Jr., Jan., 40. 
Clean Air Ups Skating and Dancing Attendance Forty 
Percent, Feb., 42. 

New York’s Largest Skating Rink Heated with Gas, 
Feb., 48. 

Cold Preserves Stored Nuts, Apr., 38. 

Supply from Boiler Bottom, Returns at Top, in Heat- 
ing System for Naval Armory, May, 25. 

Air Conditioning for Growing Grass Controlled by Pro- 
gram Clocks, Oct., 47. 

Air Conditioning for Sweet Potato Storage Houses, 
Oct., 49. 

Effect of Changes in Moisture and Temperatures on 
Mine Roof—First Report on Strata Overlying the Pitts- 
burgh Coal Bed, Irving Hartmann and H. P. Green- 
wald, Dec., 55. (PR) 


Office Buildings, Banks and Restaurants 


Pittsburgh’s Motor Square Garden Modernized with 
Steam Unit Heaters, Apr., 23. 

Insulation of Boiler Room Piping Improves Comfort, 
Pays High Returns, Francis A. Westbrook, May, 51. 
Steam Jets, Electric Air Cleaners Feature Office Build 
ing Installation, May, 53. 

New Comfort Air Conditioning System Uses 8-in. Air 
Pressures, July, 51. 

Georgia Office Building Air Conditioned by New Con- 
duit System (Bankers Health and Life Insurance Co. 
In Macon, Ga.), Geo. W. Meek, July, 54. 

Air Cooling and Dehumidification in the New War De- 
partment Building, Sept., 15. 

12-Year-Old Ventilating Problem Solved, Edmund W. 
Gifford, Dec., 35. 

Blowers for Airplane Engine Tests, Dec., 47. 


Piping Installation and Welding 


Cold Water Necessary for Common Purposes — Data 
Sheets Nos. 189-190, Jan., 118. 

Building Materials and Structures, Report BMS66, 
Plumbing Manual, Feb., 51. (PR) 

Temperatures and Amounts of Hot Water for Common 
Operations—Data Sheets Nos. 191-192, Feb., 58. 
Action of Water on Copper Pipes, May, 50. 

Insulation of Boiler Room Piping Improves Comfort, 
Pays High Returns, Francis A. Westbrook, May, 51. 
Handbook of Welded Steel Tubing, May, 59. (BR) 
Underground Steam Piping Section—Heating and Ven- 
tilating’s Reference Section No. 2, June, 35. 

Newark Housing (Heating and Ventilating’s Reference 
Section No. 2), W. G. Benner, Jr., June, 44. 


Procter & Gamble (Heating and Ventilating’s Refer- 
ence Section No. 2), June, 46. 

Terrace Village (Pittsburgh, Pa.), (Heating and Venti- 
lating’s Reference Section. No. 2), June, 48. 

Chanute Field (Rantoul, Ill.), (Heating and Ventilat- 
ing’s Reference Section No. 2), June, 49. 

Elizabeth Park (Akron, Ohio), (Heating and Ventilat- 
ing’s Reference Section No. 2), June, 50. 

Master Lock Company, Joseph H. Volk, July, 38. 
Practical Lessons in Arc Welding, W. J. Chaffee, 
Dec., 56. (BR) 


Professional, Business and Trade Conditions 


L. Seth Schnitman Looks at Building Prospects for ’41, 
Jan., 65. 

Navy Building Program, Explained by Rear Admiral 
Ben Moreell, Jan., 70. 

Army Building Program, Explained by General Edmund 
B. Gregory, Jan., 71. 

Private Building Prospects, Examined by Administra- 
tor Abner H. Ferguson, FHA, Jan., 72. 

Public Building Prospects, Examined by Administrator 
John M. Carmody, FWA, Jan., 73. 

How to Get 1941 Defense Business, Jan., 74. 
Broken—A Ten-Year Record, Jan., 77. 

Sales Engineering, Bernard Lester, Jan., 123. (BR) 
How to Get Heating Business in Navy Ships, Feb., 11. 
1941 Heating Business in Defense Housing, Feb., 15. 
The Market for Engineering Services 1940-1950, 

Feb., 52. (PR) 

Outline of Research Facilities and Bibliography of Re- 
search Reports, Feb., 53. (PR) 

How to Get Business in Ships of the Maritime Com- 
mission, Mar., 21. 

Still More Defense Building Planned; Program Con- 
tinues to Expand, Apr., 34. 

Defense Building Shows Sharp Increase, May, 55. 
Radiator Research House Dedicated; Tentative Progress 
Report Made (I-B-R Research Home), June, 19. 

Will There Be An Oil Shortage Along the Eastern Sea- 
board? July, 25. 

What Every Advertiser Should Know Before Implying 
That the United States Government or Its Personnel 
Approves His Goods, July, 58. (BR) 

National Electric Rate Book, July, 59. (BR) 
Industrial Building Now the Prime Market; 1941 Fac- 
tory Building Up 85% Over 1940, L. Seth Schnitman, 
Aug,., 21. 

Repair for Defense—FHA Announc::s New Campaign 
on Defense Modernizing, Aug., 28. 

The Present Situation in Priorities as They Affect 
Heating and Air Conditioning, Aug., 44. 

Priorities Increasingly Affect Industry; Senate Starts 
Study of Oil Shortage, Sept., 28. 

The EE! 1940 Air Conditioning Survey, Sept., 43. 
Appointment of SPAB and New Tax Among Month’s 
News from Washington, Oct., 31. 

Summary of the Census of Construction, Oct., 50. 

An Engineers’ Manual of Statistical Methods, Major 
Leslie E. Simon, Oct., 55. (BR) 

Distribution Costs—An International Digest, 

Oct., 58. (BR) 

35-50% Voluntary Cut in Air Conditioning, Nov., 46. 
Stoker Markets Indicated in Survey by Stoker Manu- 
facturers’ Association, Nov., 50. 

Washington News—Heating Committee Formed, Etc., 
Loring F. Overman, Nov., 55. 

How the Defense Program Is Affecting Buying and 
Selling Contracts, Charles R. Rosenberg, Jr., Dec., 48. 
Washington News—Boiler Manufacturers Meet on 
Price, Etc., Loring F. Overman, Dec., 51. 


Public Buildings and Institutions 


Panama Canal, F. F. Kravath, Jan., 56. 

Absorption Refrigeration Used to Provide Cooling in 
Year-Round Conditioning of Library (Tulane Univer- 
sity), G. Elmer May, Feb., 28. 

New National Gallery of Art in Washington Has 
21-Zone Air Conditioning System, Apr., 39. 

Air Cooling and Dehumidification in the New War De- 
partment Building, Sept., 15. 








Constant Humidity for 4600 Year Old Bust, F. N. Hol- 
lingsworth, Sept., 21. 

Control of Air-Borne Infection in Air-Raid Shelters 
and Elsewhere, C. H. Andrews, Oct., 56. (PR) 

Buffalo Memorial Auditorium, Myron C. Beman, 

Dec., 15. 


Residences 


Mobilization Housing, Joseph F. Kern, Jr., Jan., 40. 
Panama Canal, F. F. Kravath, Jan., 56. 

1941 Heating Business in Defense Housing, Feb., 15. 
Well Water Cooling for an Unusual Residence, W. A. 
Murdoch, Feb., 45. 

Housing for Defense—A Review of the Role of Hous- 
ing in Relation to America’s Defense and a Program 
for Action, Miles L. Colean, Feb., 50. (BR) 

Large Chicago Apartment Group Heated by Combina- 
tion System (River Forest), May, 44. 

Solar House Claimed to Reduce Heating Cost 20%, 
W. A. Murdoch, May, 47. 

Defense Building Shows Sharp Increase, May, 55. 
Red Hook Housing Project Oil Heated, June, 33. 
Underground Steam Piping Section—Heating and Ven- 
tilating’s Reference Section No. 2, June, 35. 

Newark Housing (Heating and Ventilating’s Reference 
Section No. 2), W. G. Benner, Jr., June, 44. 

Terrace Village (Pittsburgh, Pa.), (Heating and Venti- 
lating’s Reference Section No. 2), June, 48. 

Elizabeth Park (Akron, Ohio), (Heating and Ventilat- 
ing’s Reference Section No. 2), June, 50. 

Radiant Heating by Convection, Richard Brindiey and 
Alvin Ottum, July, 41. 

New Comfort Air Conditioning System Uses 8-in. Air 
Pressures, July, 51. 

A Short Cut Heat Loss Formula for Residential Heat- 
ing, Fred Carnes, Oct., 42. 

Housing for Health, Planned and Edited by Allen A. 
Twichell, Dec., 54. (PR) 

Family Housing and Facilities—Consumer Purchases 
Study, Dec., 55. (BR) 


Schools 


Waste Energy from Diesel Engine Supplies Heat to 
New England College (Atlantic Union College), 
Francis A. Westbrook, Feb., 31. 

Air Conditioning for Air Defense (Heating New York’s 
Academy of Aeronautics), Harold S. Birkett, Apr., 15. 
Field House Condensation Eliminated by Ventilators 
(University of Michigan), Axel Marin, July, 31. 

Deep Tunnel Heating at the University of Minnesota, 
Milton Figen, Aug., 15. 

Cardinal Hayes Memorial High School, Edward J. 
Benesch, Dec., 30. 


Standards 


A Yardstick for the Evaluation of a Forced Warm Air 
Heating System, Feb., 53. 

Domestic Burners for Pennsylvania Anthracite, 
CS48-40, Feb., 53. 

Code of Application Engineering Standards for Air 
Conditioning for Comfort, Feb., 53. 

Anthracite Sizes, Mar., 74. 

Domestic Burners for Pennsylvania Anthracite, 

May, 60. (PR) 

Standard Test Code for Centrifugal and Axial Fans, 
May, 60. 

1-B-R Ratings for Cast Iron Boilers, May, 60. (FR) 
American Standard Abbreviation for Scientific and En- 
gineering Terms, ASAZ10.1—1941, July, 59. 
Standards for Refrigeration, Sept., 62. (PR) 
Equipment Standards (ACRMA), Oct., 56. (PR) 


Steam Heating 


Wright Aeronautical Corporation, Jan., 30. 
Pratt & Whitney, Division Niles-Bement-Pond Com- 
pany, Jan., 36. 


Mobilization Housing, Joseph F. Kern, Jr., Jan., 40. 
Edo Aircraft Corp., Jan., 52. 


Naval Ordnance Plant (South Charleston), David 
Henderson, Jan., 60. 

Square D Company, Feb., 22. 

Theory vs. Practice, T. W. Reynolds. Size and Fuel 
Consumption, Feb., 30; The Boiler Is Not Always to 
Blame, June, 23; Increasing the Capacity of Existing 
Radiators, Oct., 24. 

Peabody Coal Company, D. A. Whiting, Mar., 30. 
Radiant Heating Section—Heating and Ventilating’s 
Reference Section No. 1, Mar., 35. 

Pittsburgh’s Motor Square Garden Modernized with 
Steam Unit Heaters, Apr., 23. 

Floor Temperatures for Radiant Heating, Apr., 27. 
Northrop Aircraft, Inc., Apr., 32. 

Progressive Welder Co., May, 41. 

Steam Jets, Electric Air Cleaners Feature Office Build- 
ing Installation, May, 53. 
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